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ACTION HEW-08 

INFO OCT-01 ARA-16 ISO-OO SCI-06 AID-20 AGR-20 10-14 MED-03 
DODE-OO INT-08 CIAE-00 INR-10 NSAE-00 RSC-01 DRC-01 
/108W 

053989 

R 091250Z JUL 74 
FM AMEMBASSY BRASILIA 
TO SECSTATE WASHDC 4337 
INFO AMCONSUL SAO PAULO 

UNCLAS BRASILIA 5011 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, XX, BR 
SUBJECT: RECALL OF MEDICAL DEVICE 

REF: STATE 135043 

1. EMBASSY CONTACTED THE TWO LOCAL ORGANIZATIONS LISTED IN 
REFTEL AS FOREIGN RECIPIENTS OF EQUIPMENT: 

A. FACULDADE DE MEDICINA DA UNIVERSIDADE FEDERAL, GOIANIA, 

GOIAS, BRAZIL - FACULTY REPRESENTATIVE INDICATES THAT HE DID 
RECEIVE LETTER FROM RICHARDS ADVISING OF DANFGER OF EQUIPMENT. 
UNIVERSITY HAS TAKEN APPROPRIATE MEASURES AND DOES NOT FEEL ANY 
DANGER PERSISTS. IF, HOWEVER, THERE IS ANY DOUBT THAT 
PRECAUTIONATY MEASURES CONVEYED BY RICHARDS ARE SUFFICIENT, THE 
UNIVERSITY WOULD APPRECIATE HAVING THE EQUIPMENT REPLACED. 

B. FUNDACAO HOSPITALAR DO DISTRITO FEDERAL, ED PIONEIRAS SOCIAS, 

2 ANDAR, BRASILIA, BRAZIL - CHIEF OF RELEVANT HOSPITAL UNIT 
INDICATES THAT THE HOSPITAL HAS NOT RECEIVED ANY INFORMATION FROM 
RICHARDS CONCERNING THE DANGER OF THE EQUIPMENT. THE HOSPITAL IS 
IN POSSESSION OF A RICHARDS STAPLE MASTOID DRILL, CODE NUMBER 

1377, CATALOG PRODUCT NUMBER 1265. UPON RECEIPT OF INFORMA- 
TION CONTAINED IN REFTEL, HOSPITAL DEACTIVATED THE UNIT AND 
HOSPITAL OFFICIALS WOULD APPRECIATE RECEIVING FROM RICHARDS 
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INFORMATION AS TO HOW THE UNIT MAY BE REPLACED. 
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2. EMBASSY HAS REQUESTED CONGEN SAO PAULO TO FOLLOW UP WITH 
OTHER TWO BRAZILIAN RECIPIENTS OF THE EQUIPMENT. 
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